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A glance at the index will show 
the operator where he can ob- 
tain information for better con- 
trol, operation and serviee of 
his vehicle. First number fol- 
lowing listing indicates month of 
publication; second, is page. 


This handy guide will prove 
valuable to the fleetman in se- 
lecting tune-up data, technical 
articles, new equipment descrip- 
tions, operating stories, shop 
layout plans, and maintenance 
information of a wide variety. 


A comprehensive listing of all 
feature articles, free publica- 
tions, shop hints published dur- 
ing the year, indexed alphabet- 
jeally according te subject 
matter and eross indexed for 
convenient locating of material. 


FEATURE ARTICLES 


A 


AASHO Size and Weight Data, 4-96 

ACCIDENT Prevention, see Safety 

AIR BRAKES, Trouble Shooting, 4-86 
AIR COMPRESSORS, 12-44 

AIR-POWERED Tools, 6-62, 7-48 

ALIGNMENT Specifications, April Issue 

APPEARANCE Maintenance, 8-65, 9-65 

APPRENTICE Training, 4-120 

APPLICATION, Truck, 1-69, 2-61, 2-66 

ASSOCIATIONS Directory, 11-85 

ATA Convention, 6-67 

AUTOCAR Models, 7-88, 11-34 
Specifications, see Specifications, Truck 


AXLES 
Third, 11-49 
Trouble Shooting, 4-86 
Two-speed Operation, 5-54 
Wear Limits, 4-79 


BATTERY Data, see April Issue 
BEARINGS 
Trouble Shooting, 2-53, 4-85 
Wear Limits, 4-79 
BODY 


Building, 3-55, 8-42, 7-36, 9-60 
Materials, 4-122 
ge 7-36, 8-65, 9-65 


RAKE 
Fluid Change, 10-44 
Tests, 4-93 
Wear Limits, 4-81 
BROCKWAY Models, 4-35 
BULLETIN Board, 7-51, 8-45, 9-41, 
10-53, 12-43 


Cc 


CARBURETOR Study, 3-43 

CARGO Problems, 6-70 

CENSUS, Truck Fleet, 4-108 

CHEVROLET Models, 2-89, 4-36, 7-67, 


Specifications, see Specifications, Truck 
CLUTCH 


Operation, 6-39 
Trouble Shooting, 4-87 
Wear Limits, 4-81 
COMPRESSION Losses, 4-84 
CONFERENCE Corner, 1-38, 2-40, 3-43, 
ies, &-50, 7-40, §-34, 9-38, 10-44, 


CONTROL 

Forms, see Forms, Control 

Parts, 6-52 

Sludge, 1-9, 2-64 

Vehicle, 2-38, 6-40, 6-46, 7-60, 8-36, 


CONVENTION, ATA, 6-67 
COOLING System Troubles, 4-85 
CORBITT Models, 4-37, 11-35 


COSTS Study 
Analysis, 8-60 
Cutting, 7-60, 10-34 
Insurance, 9-50 
—* 7-68, 9-34 
Vehicle, 2-36 
CROSLEY _— 4-55 
CYLINDE 
Reconditioning, 1-38 
Wear Causes, 4-80 


DAIRY MAINTENANCE, 2-42, 5-40 
DEPRECIATION, Vehicle, 2-36 
DIAMOND T Models, 4-38, 9-53, 11-36 
Specifications, see Specifications, Truck 
DIESEL 
Engine Ratings, 4-88 
Smoke Control, 12-36 
Specifications, see Specifications, Diesel 
DISTRIBUTOR Point Service, 9-38 
DODGE Models, 4-39, 10-74, 11-36 
Specifications, see Specifications, Truck 
DRIVER Rating, 5-60, 10-34, 10-66 
DRIVER Training, 5-54, 6-39, 7-48, 
7-40, 7-54, e- 10-49, 10-53 
DRIVING Comfort, 
DRIVING, Safe, 352, 4-93, 10-66, 
11-51, 12-68 


ECONOMY, Operating, 11-57 
ELECTRIC-Powered Tools, 5-36, 7-48 
ENGINES 

Gas Turbine, 7-110 

Trouble Shooting, 4-82 


0-53 
REBUILDING, 3-38, 8-49, 7-34 
SERVICE, 10-38, 12-40 
Specifications, Diesel, 4-88 
a Gasoline, 4-88 

ENGINES, 
Buda, 7 "11- 65 
Continental, 4-58, 10-86, 11-65 
Cummins, e * es 
Ford, 1-76, 
Hall-Scott, asr 11-65 
Hercules, 4-59, 11-65 
Studebaker, 5-68 
Waukesha, 4-59, 11-65 
White, 11-130 
ENGINEERING Formulas, 4-89 
EQUIPMENT, Shop, 1-45, 1-34, 1-64, 
3-50, 5-36, 5-55, 7-48, 8-38, 9-48, 
8-50, 10-46, 10-54, 11-61, 12-44 
EQUIPMENT, Vehicle, 11-59 
EXCISE Taxes, 1-57 
EXPERIENCE Handhook, 2-49, 4-65, 
8 11-62, 10-69, 9-65, 11-105, 
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F 


FACTORY Service News, 10-38, 12-40 
a Engine, see Trouble Shooting, 


Eng 
FEDERAL Models, 4-40, 8-70, 11-37 
Specifications, see Specifications, Truck 
FIFTH Wheel, 9-69, 11-59 
FLEET Experience,” see Experience Hand- 


boo 
FLEET etn. 1-64, 3-68, 5-55, 7-70, 
8-54, 9-62, 10-58, 10-64 
FLEET Operation, see Control, Vehicle 
FLEET Shops, see Shop, Layouts 
FORD Trucks, 1-76, 4-41, 5-46, 11-37 
FORD Tune Up, 
FORMS 


Accident Report, 9-70 

Control, 2-38, 6-46, 6-53, 8-36, 
Cost, 7-60 

Driver Rating, 5-60, 10-34 
Mechanic Selection, 

Driver Selection, 3-54, 10-66 
PM, ‘7 5-48, 6-40, 


12-62 


’ 


Tire, 5-52 

Trailer, 5-63, 6-36 

Inspection, 7-36 
FORMULAS, Engineering, 


-92 
FWD Models, 4-42, 11-37 


G 


GAS Consumption, 4-83 

GENERATOR Troubles, 1-53 

GMC Models, 3-70, 4-3, 11-37 
Specifications, see Specifications, 

GOVERNORS, Engine, 2-40 


Headlamp Aiming, 1-45 
HIGH Gas Consumption, 4-83 
HIGH Oi! Consumption, 4-83 
HIGHWAYS, 11-103 
HISTORY of Motor Trurk 
First Delivery Waaon, 11-69 
Milestones of the Horseless Age, 11-71 
Statistics, 11-76 
History Notes, 11-78 
Directory of Manufacturers, 11-81 
Directory of Associations, 11-85 
HUDSON Models, 4-54 
HYDRAULIC Brakes 


4-85 
HYDRAULIC Shop Tools, 8-54, 9-46 


i 
INTERNATIONAL HARVESTER Models, 
4-44, 11-38 


see Specifications, Truck 


4-89, 


Trouble Shooting, 


Specifications, 


INJECTION Systems, 1-46, 3-63 
INSPECTIOON System, 6-46, 7-36, 10-64 
INSTRUCTION, see Training, Mechanic 


and Driver 
INSURANCE Costs, 6-46 
he 


KENWORTH Models, 4-45, 11-38 


L 


LAUNDRY Fleet Operation, 8-49 
LEGISLATION, 2-48, 3-72. 11-98 
LIGHTING, Shop, 6-34, 10-54 

LINN Models, 4-55, 11 160 
LUBRICATION Practices, 1-34 
LUBRICATION, Speedometer Cable, 7-40 
LUBRICATION Data, see April Issue 


M 


MAINTENANCE Associations, 8-46 
Forms, see Forms, Maintenance 
General, 1-34, 2-42, 3-36, 3-60, 3-50, 


3-44, 7-42, 5-48, 6-40, 


’ 


Preventive, 


Trailer, 5-63, 6-36 
MARMON- RERRINGTON Models, 4-46, 


11-38, 7-36 
wee 4 oust 1- * 1-53, 2-53, 
5-36, 6-60, 6-62, 7-48, 8-50, 
gat. 9-48, 10.34, 12-43 
MORALE Builders, 10-34 


N 
NEW PRODUCTS, 1-61, 2-61, 3-57, 
-137, 5-57, 6-57, 7-57, 8-57, 9-57, 
10-61, 10-51, 11-61, 11-65, 12-65 
New Truck Registrations, see Registra- 


tions, Truck 
New Truck Models, see Trucks, New 


Oo 


OIL Change Survey, Fe 8-65 


Oil Consumption, 4-8 
ee a Fleet, 3-72, 3-64, 6-49, 


OSHKOSH Models, 4-47, 11-39 


P 


PAINTING, Fleet, 1-40, 10-69 

PARTS, Replacement, 4-60, 11-67, 11-65 
PERFORMANCE, Tire, 5-52 

PETERBILT Models, 4-48, 11-39 
ae” aaa gasoline and diesel, 


POWER Requirements, 11-95 
POWER TRAIN Trouble Shooting, 4-86 


Turn to Next Page, Please 
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FEATURE ARTICLES 


Continued from Page 33 


PREVENTIVE Maintenance 
4-74 
PISTON 
Fitting, 5-50, 1-38 
Resizing, 12-62 


Wear, 4-80, 4-84 
PUBLICATIONS, Free, see Index Follow- 
ing 


Schedules, 


R 
REBUILDING 
Bodies, 9-60, 3-55, 7-36, 8-42 
Engines, 3-38, 7-34, 8-49 
Trailers, 8-42, 9-60 
Trucks, 8-49 
RECORDS, Cost, 7-60 
REFLECTIVE Materials, 2-58 
REGISTRATIONS, New Truck, 1-94, 2-90, 
3-76, 4-103, 5-70, 6-78, 7-86, 
on 9-88, 10-90, 11-76, 11-132, 


REGISTRATIONS, 1-98, 
2-94, 3-106, 4-244, 5+82, 6-106, 
7-106, 8-118, 9-108, 10-110, 11- 
139, 12-88 

REFRIGERATION Transport, 6-68, 6-70, 


REGU LATOR Troubles, 1-53 


New Trailer, 


REO Models, 4-49, 11-39 
Specifications, see Specifications, Truck 
ah eH Parts, 4-60, 4-65, 


11-67 
REPLACEMENT, Vehicle, 2-36 
RIMS, Wide Base, 3-47 
ROAD Builders Show, 8-77 


SAFE Driver Selection, 10-66, 11-109, 12 
SAFETY 


Driving, 3-52, 12-49 
Equipment, 9-69, 11-51 
Program, * 3. Res 10-49, 10-66, 
11-109, = 68 
Instruction, Toa, 12-68 
— Vehicle, 1-69, 2-51, 4-82 


Equipment, see /_r Shop 
Hints, _. 2-44, 3-48, er 6-44, 
-46, 9.46, 10-42, 

Layouts, 34, 3-34, 5-40, "358 
SIZE and Weight Data, 4-90, 4-122 
SLUDGE Control, 1-49, 2-64 
SPECIFICATIONS 


Truck, 1-81, 2-77, 3-91, 4-109, 4-34 


to 54, 5-91, 6-91, 7-91, 8-91, 9-91, 
10-93, 11-115, 12-95 


Engine, 4-57 
Third Axle, 4-95 
SPLASH Guards, 2-34 
STATISTICS, Automotive, 4-103, 11-76 
STOCK Control, 6-52 
STUDEBAKER Models, 5-68, 11-39 
Specifications, see Specifications, Truck 
STERLING Models, 4-50, 11-39 


T 


TAXATION, 1-57 
TESTS, Truck, 9-34 
TIRE 
Hoist, 7-52 
Performance, 5-52 
Production, 5-34 
Wear, 4-87 ; 
Tensions, see April Issue 
TOOLS, Shop, see Shop Equipment 
TRAILER Show, 11-41 
TRAINING Material 
11-109, 7-51, 10-53, 12-49, 


12- 

Mechanic, 1-53, 2-53, 4-120, 5-36, 
6-60, 6-62, 7-48, 8-50, 9-41, 9-48, 
10-34, 8-45, 12-43 

TRANSMISSION 

Selecting, 1-69 

Troubleshooting, 4-86 
TRANSPORTATION in the Future, 11-88 
TROUBLE SHOOTING, Engine, 4-82 
TRUCKS, New 

Autocar, 7-70 

Chevrolet, 2-89, 7-67 

Federal, 8-70 

GMC, 3-70 

Ford, 1-76 


Driver, 


Dodge, 10-74 

Studebaker, 5-68 

See also November Issue, 11-34 
TRUCK History, 11-69 
TRUCK Manufacturers, 11-81 
TRUCK Registrations, see Registratic 


Truck 
TUNE UP Data (all trucks), 4-34 


V 
VALVE 
Adjustment, 8-34 
Failures, 4-84 
Tensions, see April Issue 
Wear Limits, 4-79 
VEHICLE Replacement, 2-36 


WwW 

WEIGHT 

Formulas, 4-92 

Limits, 4-90 

Saving, 4-122 

Standards, 4-96 
WALTER Models, 4-52, 11-40 
WARD LAFRANCE, 4-53, 11-40 
WAUKESHA Engines, 4-59, 11-65 
WEAR limits 

Bearings, 4-79 

Clutches, 4-79 

Pistons and Rings, 4-80 

Axles, 4-80 

Valves and Seats, 4-81 

Brakes, 4-81 
WHITE Models, 4-54, 11-130, 11-49 

Specifications, see Specifications, Trug 
WILLYS Models, 4-56, 11-40 





SHOP HINTS 


A 


Air Brake Tip, 2-45 
Alignment, Rear Axle, 
Axle Nut Lock, 5-44 


Balancer Tool, 8-46 
Battery Charger, 2-45 
Bearing Tip, Center, 5-44 
Board, Tool, 7-46 

Brace, Fender, 7-46 
Brake Cylinder Tip, 8-46 
Brake Hose Holder, 5-44 
Brake Modification, 9-46 
Brake Tip, Air, 2-45 
Bushing Driver, 1-43 
Bushing Extractor, 12-46 
Bushing Removing Tool, 


Cc 


Carrier, Differential, 8-46 
Carrier, Spare Tire, 2-45 
Carrier, Wheel, 2-45 

Case, Tool, 12-46 

Chain Tip, 1-43 

Chain, Tire Tip, 2-45 
Charger, Battery, 2-45 
Chart, Specification, 10-42 
Circuit, Ford Starting, 12-46 
Circuit Indicator, Short, 3-48 
Clamp, Drill Press, 3-48 
Cleaning Cart, Steam, 12-46 
Clutch Aligning Tool, 6-4 
Clutch Tool, 1-43 

Control Wire Lock, 8-46 


12-46 


5-44 


FREE PUBLICATIONS 


ACCIDENTS 

Accident Reports, 4-136 

Freight Handling, 2-142 

Driver’s Guide, 1-130 

Packaged Safety (forms) 11-184 
ALIGNMENT 

Wheel Alignment, 1-60 

Alignment Data, 11-128 
BATTERY 

Battery Manual, 3-150 

Battery Service, 4-136 

Battery Manual, 9-177 

Electric Service, 1-60 
BEARINGS 

Lubrication Data, 5-56 

Bearing Maintenance, 9-56 

See Engine Overhaul 
BRAKES 

Brake Service, 1-60 

Hydrovac Data, 8-56 
CLEANING 

Cleaning Manual, 1-60 

Cooling System Manual, 4-136 

Cleaning Booklet, 8-56 

Cleaning Tips, 10-60 
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Differential Carrier, 8-46 
Drill Press Clamp, 3-48 


F 


Fender Brace, 7-46 

Fifth Wheel Ground, 2-45 

Fifth Wheel Lubrication, 1-43 
Filter Installation, 1-43 

Filter Tip, 12-46 

Ford Grille Reinforcement, 12-46 
Ford Spring Modification, 12-46 
Ford Starting Tip,.12-46 

Ford Valve Grinding, 10-42 

Ford Valve Tip, 5-44 


G 


Gage, Valve Guide, 1-43 
Gasoline Tank, 6-44 

Grease Rack, 3-48 

Grille Reinforcement, 12-46 
Guard, Grinding Wheel, 10-42 


Head Lifting Fixture, 2-45 
Hood Removal, 6-44 

Hose Hanger, Steam, 6-44 
Hose Holder, Brake, 5-44 
Hub Puller, 2-45 
Hydraulic Press, 1-43 
Hydraulic Press, 2-45 


I 


Instrument Panel, 3-48 


J 


Jack Extension, 3-48 
Jack Handles, 6-44 


L 


Lamp Bulb Tip, 9-46 

Lights, Floor, 5-44 

Lock, Control Wire, 8-46 

Lube Drum Handles, 10-42 
Lubrication, Fifth Wheel, 1-43 
Lubrication, Steering Post, 12-46 
Lubrication Tip, 9-46 


M 


Master Cylinder Tip, 8-46 
Muffler Tip, 8-46 


N 


Nut Removal, 9-46 


Oil Filter Installation, 1-42 
Oil Filter Tip, 12-46 
Oil Sprinkler, 9-46 


P 


Piston Ring Sleeve, 9-46 
Portable Tool Board, 7-46 
Press, Hydraulic, 1-43 
Press, Hydraulic, 2-45 
Puller Improvement, 3-48 
Puller, Sleeve, 1-43 


Radiator Cap Hook, 7-46 
Radiator Cap Tool, 12-46 
Regulator Tool, 2-45 

Rivets, Replacement, 1-43 


Ss 


Sleeve, Piston Ring, 9-46 

Sleeve Puller, 1-43 

Sleeve Removal, 9-46 
Specification Chart, 10-42 
Spring Alignment, 12-46 

Spring Modification, 9-46 
Spring Modification, Ford, 12-46 
Spring Repair, 1-43 

Spring Shackle Pin Guide, 5-44 
Sprinkler, Oil, 9-46 

Starting Tip, Ford, 12-46 
Steam Cleaning Cart, 12-46 
Steering Post Lubrication, 12-46 
Stripper, Wire, 10-42 


T 


Tank, Gasoline, 6-44 
Timing Light Tip, 10-42 
Tire Chains, 2-45 
Tire Chain Tip, 1-43 
Tool Case, 12-46 

U 


U-Bolt Threader, 6-44 
U-Bolt Wrench Guide, 2-45 


Vv 


Vacuum Gage Outlet, 12-46 
Valve Cover Wrench, 10-42 
Valve Fixture, 8-46 

Valve Guide Gage, 1-43 
Valve Tip, Ford, 5-44 
Valve Tool Tip, 1-43 


w 


Welding Tank Tip, 7-46 
Wheel Carrier, 2-45 
Wiper Tip, 2-45 

Wire Stripper, 10-42 





COOLING SYSTEM 

Cooling System Manual, 4-152 

Cooling System Guide, 5-156 
CONTROL 

Control Forms, 1-90 

Fleet Forms, 10-180 

Safety System, 11-184 
DIESEL ° 


Diesel Textbook, 7-170 
Diesel Booklet, 4-155 
DRIVER 
Driver’s Guide, 1-60 
Driver’s Guide, 3-56 
Packaged Safety, 11-128 
ENGINE OVERHAUL 
Overhaul Manual, 3-147 
Engine Service Chart, 6-56 
Engine Valve Data, 7-166 
Mechanic Training, 8-56 
Valve Reconditioning, 9-56 
Valve Failures, 10-60 
Engine Valves, 12-64 
ELECTRICAL SERVICE 
Electrical Service, 1-60 
Ignitien Manual, 1-60 
Regulator Manual, 3-56 


Ignition Facts, 4-136 

See also Engine Overhaul, 
FIRE FIGHTING 

Fire Fighting Guide, 6-56 
FORMS 

Control, 1-60 

Accident Reports, 4-136 

Fleet Forms, 10-60 

Packaged Safety, 11-128 
FREIGHT HANDLING 

Freight Handling, 2-60 

Fork Truck Guide, 11-128 

Freight Claim Rule Book, 12-64 
IGNITION SERVICE 

See Electrical, Battery 
LUBRICATION 

Lubrication Data, 5-56 

Engine Service Chart, 6-56 
OVERHAUL 

See Engine Overhaul 
PAINTING 

Painting Guide, 1-60 

Truck Refinishing, 2-60 

Infrared Guide, 5-56 

Truck Lettering, 11-128 

Truck Decals, 2-60 

Preventive Corrosion, 12-64 
SAFETY 

See Accidents, also Forms 


Battery 


SHOP EQUIPMENT 
Compressed Air, 1-60 
SIZE AND WEIGHT DATA 
Size and Weight Chart, 6-56 
Size and Weight Chart, 10-181 
SPRING SERVICE 
Spring Service, 3-56 
TIRES 


Tires Handbook, 2-60 

Rayon Cord, 7-57 

Tire Manual, 9-56 
TRANSMISSIOONS 

Transmission Manual, 12-64 

Hydraulic Transmission, 12-64 
TRAINING, MECHANIC 

See Engine Overhaul 
VALVE 

Valve Reconditioning, 9-56 

Valve Failures, 10-60 

Engine Valve Data, 7-56 

Engine Valves, 12-64 
WELDING 

Weldability Directory, 6-56 

Electrode Guide, 6-56 

Welder’s Guide, 7-56 

Welding Data, 8-56 
WHEEL 


Wheel Stud Charts, 6-56 
6-Wheelers, 11-128 
Alignment, see Alignment 
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FEATURE ARTICLES 


Continued from Page 33 


PREVENTIVE 


4-74 
PISTON 
Fitting, 5-50, 1-38 
Resizing, 12-62 


ear, - 4-84 
PUBLICATIONS, Free, see Index Follow- 
ing 


Maintenance Schedules, 


R 
REBUILDING 
Bodies, 9-60, 3-55, 7-36, 8-42 
Engines, 3-38, ey 8-49 
Trailers, 8- 42, 
Trucks, 8-49 
RECORDS, Cost, 7-60 
REFLECTIVE Materials, 2-58 
REGISTRATIONS, ~~ Truck, 1-94, eg 


3-76, 4-103, 5-70, 6-78, 7-86, 

> 9-88, 10-90, 11-76, 11-132, 
REGISTRATIONS, New ee 1-98, 

2-94, 3-106, 4-2 5-82, 6-1 


. 06, 

Jenn te 8-118, 9-108, 10-110, 11: 

REFRIGERATION Transport, 6-68, 6-70, 
REGULATOR Troubles, 1-53 








REO Models, 4-49, 11-39 
Specifications, see Specifications, Truck 
REPLACEMENT Parts, 4-60, 4-65, 
11-65, 11-67 
REPLACEMENT, Vehicle, 2-36 
RIMS, Wide Base, 3-47 
ROAD Builders Show, 8-77 


Ss 


SAFE Driver Selection, 10-66, 11-109, 12 
SAFETY 


Driving, 3-52, 12-49 
Equipment, 9-69, 11-51 
Program, 9-54, 9-70, 10-49, 10-66, 
11-109, 12-49, 12-68 
Instruction, 10-49, 12-68 
aaa Vehicle, 1-69, 2-51, 4-82 


Equipment, see Equipment, Shop 
Hints, 1-42, 2-44, 3-48, 5-44, 6-44, 
7-46, 8-46, 9-46, 10-42, 12-46 
Layouts, 1- 34, 3- 34, 5-40, 3-38 
SIZE and Weight Data, 4-90, 4-122 
SLUDGE Control, 1-49, 2-64 
SPECIFICATIONS 
Truck, 1-81, 2-77, 3-91, 4-109, 4-34 
to 54, 5-91, 6-91, 7-91, 8-91, 9-91, 
10-93, 11-115, 12-95 





Engine, 4-57 
Third Axle, 4-95 
SPLASH Guards, 2-34. 
STATISTICS, Automotive, 4-103, 11-76 
STOCK Control, 6-52 
STUDEBAKER Models, 5-68, 11-39 
Specifications, see Specifications, Truck 
STERLING Models, 4-50, 11-39 


T 


TAXATION, 1-57 
TESTS, Truck, 9-34 
TIRE 


Hoist, 7-52 

Performance, 5-52 

Production, 5-34 

Wear, 4-87 : 

Tensions, see April Issue — 
TOOLS, Shop, see Shop Equipment 
TRAILER Show, 11-41 
TRAINING Material 

Driver, 11-109, 7-51, 10-53, 12-49, 


12-68 
Mechanic, i; 2-53, 4-120, 5-36, 
co 6-62, 7-48, 8-50, 9-41, 9-48, 
0-34, 8-45, 12-43 
TRANSMISSION 
Selecting, 1-69 
Troubleshooting, 4-86 
TRANSPORTATION in the Future, 11-88 
TROUBLE SHOOTING, Engine, 4-82 
TRUCKS, New 
Autocar, 7-70 
Chevrolet, 2-89, 7-67 
Federal, 8-70 
GMC, 3-70 
Ford, 1-76 





Dodge, 10-74 

Studebaker, 5-68 

See also November Issue, 11-34 
TRUCK History, 11-69 

TRUCK Manufacturers, 11-81 


a a see Registrations, 


TUNE "UP Data (all trucks), 4-34 


Vv 


VALVE 
Adjustment, 8-34 
Failures, 4-84 
Tensions, see April Issue 
Wear Limits, 4-79 
VEHICLE Replacement, 2-36 


Ww 

WEIGHT 

Formulas, 4-92 

Limits, 4-90 

Saving, 4-122 

Standards, 4-96 
WALTER Models, 4-52, 11-40 
WARD LAFRANCE, 4- 53, 11-40 
WAUKESHA Engines, 
WEAR limits 

Bearings, 4-79 

Clutches, 4-79 

Pistons and Rings, 4-80 

Axles, 4-80 

Valves and Seats, 4-81 

Brakes, 4-81 


WHITE Models, 4-54, 11-130, 11-40 
, Specifications, see Specifications, Truck 


WILLYS Models, 4-56, 11-40 








SHOP HINTS 


A 


Air Brake Tip, 2-45 
Alignment, Rear Axle, 12-46 
Axle Nut Lock, 5-44 


Balancer Tool, 8-46 
Battery Charger, 2-45 
Bearing Tip, i 5-44 
Board, Tool, 7-46 

Brace, Fender, 7-46 
Brake Cylinder Tip, 8-46 
Brake Hose Holder, 5-44 
Brake Modification, 9-46 
Brake Tip, Air, 2-45 
Bushing Driver, 1-43 
Bushing Extractor, 12-46 
Bushing Removing Tool, 


Cc 


Carrier, Differential, 8-46 
Carrier, Spare Tire, 2-45 
Carrier, Wheel, 2-45 

Case, Tool, 12-46 

Chain Tip, 1-43 

Chain, Tire Tip, 2-45 
Charger, Battery, 2-45 
Chart, Specification, 10-42 
Circuit, Ford Starting, 12-46 
Circuit Indicator, Short, 3-48 
Clamp, Drill Press, 3-48 
Cleaning Cart, Steam, 12-46 
Clutch Aligning Tool, 6-4 
Clutch Tool, 1-43 

Control Wire Lock, 8-46 


5-44 





ACCIDENTS 

Accident Reports, 4-136 

Freight Handiing, 2-142 

Driver’s Guide, 1-130 

Packaged Safety (forms) 11-184 
ALIGNMENT 

Wheel Alignment, 1-60 

Alignment Data, 11-128 
BATTERY 

Battery Manual, 3-150 

Battery Service, 4-136 

Battery Manual, 9-177 

Electric Service, 1-60 
BEARINGS 

Lubrication Data, 5-56 

Bearing Maintenance, 9-56 

See Engine Overhaul 
BRAKES 

Brake Service, 1-60 

Hydrovac Data, 8-56 
CLEANING 

Cleaning Manual, 1-60 

Cooling System Manual, 4-136 
Cleaning Booklet, 8-56 
Cleaning Tips, 10-60 
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FREE PUBLICATIONS 


Differential Carrier, 8-46 
Drill Press Clamp, 3-48 


F 


Fender Brace, 7-46 

Fifth Wheel Ground, 2-45 

Fifth Wheel Lubrication, 1-43 
Filter Installation, 1-43 

Filter Tip, 12-46 

Ford Grille Reinforcement, 12-46 
Ford Spring Modification, 12-46 
Ford Starting Tip,.12-46 

Ford Valve Grinding, 10-42 

Ford Valve Tip, 5-44 


G 


Gage, Valve Guide, 1-43 
Gasoline Tank, 6-44 

Grease Rack, 3-48 

Grille Reinforcement, 12-46 
Guard, Grinding Wheel, 10-42 


Head Lifting Fixture, 2-45 
Hood Removal, 6-44 

Hose Hanger, Steam, 6-44 
Hose Holder, Brake, 5-44 
Hub Puller, 2-45 
Hydraulic Press, 1-43 
Hydraulic Press, 2-45 


Instrument Panel, 3-48 


J 


Jack Extension, 3-48 
Jack Handles, 6-44 


L 


Lamp Bulb Tip, 9-46 

Lights, Floor, 5-44 

Lock, Control Wire, 8-46 

Lube Drum Handles, 10-42 
Lubrication, Fifth Wheel, 1-43 
Lubrication, Steering Post, 12-46 
Lubrication Tip, 9-46 


M 


Master Cylinder Tip, 8-46 
Muffler Tip, 8-46 


N 
Nut Removal, 9-46 


Oil Filter Installation, 1-42 
Oil Filter Tip, 12-46 
Oil Sprinkler, 9-46 


P 


Piston Ring Sleeve, 9-46 
Portable Tool Board, 7-46 
Press, Hydraulic, 1-43 
Press, Hydraulic, 2-45 
Puller Improvement, 3-48 
Puller, Sleeve, 1-43 


Radiator Cap Hook, 7-46 
Radiator Cap Tool, 12-46 
Regulator Tool, 2-45 

Rivets, Replacement, 1-43 


Ss 


Sleeve, Piston Ring, 9-46 

Sleeve Puller, 1-43 

Sleeve Removal, 9-46 
Specification Chart, 10-42 
Spring Alignment, 12-46 

Spring Modification, 9-46 
Spring Modification, Ford, 12-46 
Spring Repair, 1-43 

Spring Shackle Pin Guide, 5-44 
Sprinkler, Oil, 

Starting Tip, Ford, 12-46 
Steam Cleaning Cart, 12-46 
Steering Post Lubrication, 12-46 
Stripper, Wire, 10-42 


T 


Tank, Gasoline, 6-44 
Timing Light Tip, 10-42 
Tire Chains, 2-45 
Tire Chain Tip, 1-43 
Tool Case, 12-46 

UO 


U-Bolt Threader, 6-44 
U-Bolt Wrench Guide, 2-45 


Vv 


Vacuum Gage Outlet, 12-46 
Valve Cover Wrench, 10-42 
Valve Fixture, 8-46 

Valve Guide Gage, 1-43 
Valve Tip, Ford, 5-44 
Valve Tool Tip, 1-43 


Ww 


Welding Tank Tip, 7-46 
Wheel Carrier, 2-45 
Wiper Tip, 2- 45 

Wire Stripper, 10-42 








COOLING SYSTEM 

Cooling System Manual, 4-152 

Cooling System Guide, 5-156 
CONTROL 

Control Forms, 1-90 

Fleet Forms, 10-180 

Safety System, 11-184 
DIESEL ° 


Diesel Textbook, 7-170 
Diesel Booklet, 4-155 
DRIVER 
Driver’s Guide, 1-60 
Driver’s Guide, 3-56 
Packaged Safety, 11-128 
ENGINE OVERHAUL 
Overhaul Manual, 3-147 
Engine Service Chart, 6-56 
Engine Valve Data, 7-166 
Mechanic Training, 8-56 
Valve Reconditioning, 9-56 
Valve Failures, 10-60 
Engine Valves, 12-64 
ELECTRICAL SERVICE 
Electrical Service, 1-60 
Ignitien Manual, 1-60 
Regulator Manual, 3-56 





Ignition Facts, 4-136 

See also Engine Overhaul, 
FIRE FIGHTING — 

Fire Fighting Guide, 6-56 
FORMS 

Control, 1-60 

Accident Reports, 4-136 

Fleet Forms, 10-60 

Packaged Safety, 11-128 
FREIGHT HANDLING 

Freight Handling, 2-60 

Fork Truck Guide, 11-128 

Freight Claim Rule Book, 12-64 
IGNITION SERVICE 

See Electrical, Battery 
LUBRICATION 

Lubrication Data, 5-5 

— Service Chart, “. 56 
OVERHAUL 
See Engine Overhaul 
PAINTING 

Painting Guide, 1-60 

Truck Refinishing, 2-60 

Infrared Guide, 5-56 

Truck Lettering, 11-128 

Truck Decals, 2-60 

Preventive Corrosion, 12-64 
SAFETY 

See Accidents, also Forms 


Battery 
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SHOP EQUIPMENT 
Compressed Air, 1-60 
SIZE AND WEIGHT DATA 
Size and Weight Chart, 6-56 
Size and Weight Chart, 10-181 
SPRING SERVICE 
Spring Service, 3-56 
TIRES 


Tires Handbook, 2-60 

Rayon Cord, 7-57 

Tire Manual, 9-56 
TRANSMISSIOONS 

Transmission Manual, 12-64 

Hydraulic Transmission, 12-64 
TRAINING, MECHANIC 

ae Engine Overhaul 


Valve Reconditioning, 9-56 

Valve Failures, 10-60 

Engine Valve Data, 7-56 

Engine Valves, 12-64 
WELDING 

Weldability Directory, 6-56 

Electrode Guide, 6-56 

Welder’s Guide, 7-56 

Welding Data, 8-56 

HEE 


L 
Wheel Stud Charts, 6-56 
6-Wheelers, 11-128 
Alignment, see Alignment 


4-59, 11-65 
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